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FROM FOIAb3b1 


Thathorized Representative HQS Copy 
70 FIRENELL CO 
( Contractor ) 


THROUGH 


(Contracting Officer) 


1, Stop slide Fastanér Bottom Large 5 B=226 
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Preservation, Packing, Packaging and Preservation: r s 


Delivery: 3fiipment of above parts is desired in 
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